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I. STIREEROBLETTON 


A. BACKGROUND 

The Operational Amplifier (op-amp) is perhaps the most 
widely used analog integrated circuit. It is an element 
common to almost every circuit design. Society's increased 
demands on the engineering fields over the last several 
decades “have prompted fantastic technology changes to 
produce systems of ever greater performance. Paramount among 
the performance increases demanded are speed and accuracy as 
exemplified by high speed analog-to-digital (A/D) and 
digital-to-analog (D/A) converters with 16 bit accuracy, 
high speed digital signal processing applications including 
switched capacitor networks and sample and hold circuits, 
and many nonlinear applications where speed and accuracy are 
crucial Hence, as an integral design element, faster and 
more accurate op-amps, or circuits that perform an 
equivalent function, are required to meet these demands. 

As will be discussed later, the speed (slew rate) and 
accuracy (input offset voltage) of an op-amp do not go hand- 
in-hand. Rather, theoretical constraints encountered in the 
design of op-amps have precluded the fabrication of a single 
op-amp capable of simultaneously providing both high speed 
and high accuracy. Manufacturer's designation of high accu- 
racy (on the order 3 to 5 mV) op-amps are often not suffi- 
ciently accurate for some of the requirements imposed by 
today's advanced systems designs. Although op-amps are 
commercially available with accuracies in the 100 pV range, 
these same op-amps have speeds (slew rates) that are typi- 
cally limited to O V/ er ess E Gc tools 
purchase an op-amp that is, by today's standards, both very 
fast (hundreds of Volts per microsecond) and very accurate 


(hundreds of microvolts), but rather must utilize one that 
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is a compromise of these two attributes for a particular 
application. 

This research demonstrates that in fact, an extremely 
fast) and extremely accurate operational amplifier is now 
achievable via a relatively new design approach known as 
Composite Operational Amplifiers. This general technique for 
designing controlled sources by combining N basic op-amps 
into a composite structure has been proposed with applica- 
tions to Voltage Controlled Voltage Source (VCVS) 
(Refs. TO. The resulting composite op-amp families (N - 
2, 3, or 4) were designed according to stringent performance 
criteria to satisfy various practical aspects of an op-amp's 
behavior. Included among these aspects was stability and 
dynamic range, extended bandwidth (BW), power supply varia- 
tions, Gain Bandwidth Product (GBWP), and insensitivity to 
other circuit components. Relative to state-of-the-art 
designs using a similar number of op-amps, the improved 
performance of resulting active realizations was demon- 
strated over a wide range of signal processing applications, 
when Composite operational amplifiers were used to replace 
the regular op-amps [Refs. 1,3]. 

This technique has now been further extended, [Ref. 4], 
to generate C20A composite operational amplifiers (CNOA , 
N=2) which utilize a very high accuracy op-amp and a very 
high speed op-amp to generate a composite amplifier poss- 
essing both of these qualities, an entity heretofore 
unknown. 

Before discussing this technique in detail (Chapter II), 
the basic op-amp must first be dissected in order to deter- 
mine the driving forces behind its operation. The sections 
immediately following will attempt to do just that as it 
pertains to some of the basic performance measures of an 
op-amp such as slew rate, bandwidth, input offset voltage, 


EMEN insensitivity, etc.. It is essential to have a 


du 


firm grasp on each Of these concepts and their 
interrelation. As an example, consider an "average" op-amp, 
such as the work-horse LM741, which is mediocre in each of 
these respects. Although each performance measure is impor- 
tant in its own right, the op-amp's overall performance and 
suitability for a particular application depends on the 
combination of the performances in each area. As an example, 
an op-amp may exhibit a very good slew rate, offset, band- 
width, and be insensitive to other circuit components, but 
have a very narrow range of stable operation (due perhaps to 
a very small internal compensation capacitance). It would be 
quite likely then for the op-amp to be beyond its range of 
stable operation and hence oscillate, leading to a very 
fast, very accurate, large bandwidth amplifier that is of 
limited or no practical value. 

Later in this chapter, some of the more successful 
approaches that have been developed to increase the perform- 
ance (primarily speed) of an op-amp will be discussed. But, 
as will be pointed out, in each case in which a substantial 
enhancement of slew rate was achieved, a penalty of a conco- 
mitant degradation in the input offset voltage and drift as 
well as some degradation in noise performance resulted. 

Chapter II will discuss various theoretical aspects of 
the C20As including the development of equations to predict 
the best achievable input offset voltage depending upon the 
type of configuration used. Also a two-pole model for the 
composites will be developed as well as a computer program 
to simulate their frequency transfer characteristics. In 
addition, an historical perspective will be presented on the 
development of CNOAs and the general performance attributes 
that may be expected to result when this very dynamic 
circuit is used. . 

Chapter III includes the experimental results realized 


during the course of this investigation. Circuit topologies 
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ae” presented "às "well as numerous pictoral, graphical, 
and tabular representations of results and trends observed. 
Chapter IV presents various sample applications of C20As 
in both linear and nonlinear environments. These include 
preliminary results of the improved implementation of a 
square wave generator, an improved version of a precision 
half-wave rectifier (AM signal detector), and a novel sample 
and hold circuit design (for A/D, D/A, and digital signal 


Processing applications) [Ref. 5]. 


B. INPUT OFFSET VOLTAGE 

Ideally, an op-amp that has its inputs connected to a 
common ground will have an output voltage (Vo) equal to zero 
(Figure 1.1). Practically, however, an op-amp will exhibit 
some DC output voltage, called the output offset voltage 
WA), 
input terminals are grounded. This output is undesirable in 


even though both the inverting and the non inverting 


that it represents an error voltage. The differential input 
voltage that must be applied between the input terminals in 
order to force the output to zero is termed the input offset 
voltage ooo Or typical general-purpose op-amps, this 
value is on the order of several millivolts (Figure 1.2). 
The output offset voltage is caused by a mismatching 
between the two op-amp input terminals. This mismatching is 
due to the fact that the transistor pairs in the op-amp's 
input differential stage almost certainly will have gains 
and emitter resistances that are not identical. In mono- 
lithic op-amps, it is highly desirable that all of the tran- 
SISEGBS Yon a particular integrated circuit be identical. 
However, the transistors will only be "identical" within a 
statistical deviation about some mean. Even though all of 
the components are integrated. onto one chip, it is no 
possible to avoid minor variations between the two transis- 
tors in the op-amp's input differential amplifier stage. 


This phenomenon then produces slight differences in the 
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Figure I.1 Offset Voltage Illustration 
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Figure 1.2 


Offset Free Op-Amp 
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nominal values of the collector voltages and collector 
currents in the input differential amplifier when both 
inputs are grounded. This results in a non-zero differential 
output voltage at the op-amp's first stage, which is ampli- 
fied by subsequent stages, where it may be even further 
aggravated by additional component mismatching. 

To reduce the output offset voltage to zero, it is 
necessary to apply a differential input voltage of a 
specific amplitude and polarity. However, because of mass 
production techniques, even op-amps of the same type will 
not require an input of the same amplitude or polarity to 
zero the output. What is necessary then is a circuit 
connected to the op-amp's input terminals which will provide 
the flexibility of obtaining Vggg of proper amplitude and 
polarity. Such a circuit is called an input offset voltage 
compensating network and the addition of this circuit 
results in an op-amp that is said to be nulled or balanced 
(assuming offset nulling pins are not provided on the op-amp 
IC) In addition, offset voltages are not necessarily 
constant for any given op-amp but vary with the power supply 
voltages applied, the operating temperature, and the age of 
the op-amp. This then limits the realistic value of using 
either internal or external nulling to compensate or correct 
for the offset voltage. 

In closed-loop amplifiers, such as that shown in Figure 
1.3, if the inputs are again connected to a common ground, 
the output observed will be the input offset voltage multi- 
plied by the gain (K) of the circuit. Thus, depending upon 
the gain, the output voltage realized for a "zero" input may 
be of a significant magnitude. If an input signal is now 
added to the circuit, the output voltage above is superim- 
posed on the output signal. The two major ramifications then 
are that the maximum possible output signal swing is reduced 


and that a built in system error must be accounted for (K x 


16 


Varr): This is exemplified by Figure 1.4 where the resulting 
output voltage is actually the sum of two components; one 
resulting from an amplification of the input signal and 


another from the amplification of the input offset voltage. 


Re R 
= Drs V. ant 7 + ol ) X Voff C 





3 “out 


Every op-amp then will have an input offset voltage and 
its criticality and acceptability will depend upon the 


application and the accuracies desired. 


C. SLEW RATE LIMITATIONS OF AN OPERATIONAL AMPLIFIER 

In a non-small signal situation, quite often a phenom- 
enon called slew-rate limiting occurs in op-amps resulting 
in a distorted output. This is exemplified by Figure 1.5 
which shows the type of distortion that is commonly observed 
wherein the rate of change (slope) of the input and output 
Signals is not the same. Slew rate is a term utilized for 
operational amplifiers that indicates how rapidly (typical 
units are volts per microsecond) the output can change from 
one output voltage to another when the input signal experi- 
ences an instantaneous voltage-step change. That is, it is 
the maximum rate of change with respect to time of the 


output voltage that the op-amp can produce. 


dV 
Sp out | 
dt (122) 


max 


Tw 


Figure 1953 





Offset Voltage in a Closed-loop Amplifier 
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Figure 1.4 Additive Effect of Offset and Input 
on the Output Voltage 


19 


. 
dl 
enn 
= 
= 
: e 
= 





Figure ias Distorted Output Sine Wave as a 
Consequence of Slew Rate Limiting 


20 


Rn the circuit depictedeún «Biguee 1-6, sat timest=o, 
a non-zero input voltage is applied, the output cannot 
Geepond instantaneously and is initially zero. This is a 
Result Of a sufficiently large differential signal, Ver, 
being applied to drive the input stage of the op-amp out of 
its linear range of operation. Düring this "transieme", 
only limited current is available to charge the internal 
compensation capacitor and slew rate limiting occurs. 

Slew rate is a large-signal phenomenon, ie - a signal 
where the amplitude is comparable to the power supply volt- 
ages. Slew rate is most commonly specified for an op-amp in 
a unity gain configuration and it is measured by applying a 
step input voltage (10Vpeak). If an op-amp's slew rate were 
Specitied as 1 V7 us, it would imply that the output could 
rise or fall no faster than 1 volt every microsecond. The 
most desirous slew rate would be an infinite one so that the 
op-amp's output voltage would change simultaneously with the 
input. In practice, a slew rate is not truly a constant. It 
has been shown that it increases with higher closed-loop 
gains and DC supply voltages and decreases with an increase 
in temperature [Ref. 6]. 

When a large amplitude, high frequency signal is applied 
to an op-amp, the slew rate is limited by current limiting 
and saturation of the op-amp's internal stages. As a result 
of the current, limiting of the charge and discharge times 
of the internal capacitors will be reduced accordingly and 
will prevent the output voltage from responding immediately 
to a rapidly changing input. Examples of these capacitances 
are shown in Figures 1.7 and 1.8 for the LM 741, HA 2525, 
and the HA 5170. The rate at which the voltage across a 
capacitor changes is 


A 


dV 
C 


n n 
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Figure 1.6 Circuit for Slew Rate Determination 
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Since the output voltage is the voltage across the capa- 
citor, this equation indicates that the capacitor's charging 
rate is the cause of slew rate limiting. 

If a large amplitude, high frequency sinusoid is applied 


to the voltage follower of Figure 1.6, then 


V. = Y - Mp? wt (Eza) 


The rate of change with respect to time of the output is 





then 
av 
= V_w COS wt Gy) 
dt P 
The maximum rate of change will occur when cos wt = l, 
implying that 
Ne 
SR = PÉ = Va (1.6) 
dt P 


or, for the customary units: 
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Figure 1.7 Schematic of LM 741 
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Schematics for HA 2525 and HA 5170 


Figure 1.8 
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where SR is the slew rate, f is the input frequency in 


Hertz, and V. is the peak value of chemMomn-ant cine wave n 


volts. The "NM oF of this equation are that the slew 
rate determines the maximum frequency of operation for a 
desired output swing, if an output free of distortion is to 
be achieved. Therefore, as long as the right-hand side of 
this equation is less than the slew rate of the op-amp, the 
shape of the output waveform will always be the same as that 
of the input, in this case, sinusoidal. If the amplitude 
and/or the frequency of the input signal is increased so 
that the slew rate of the op-amp is exceeded, then the 
resulting output will be distorted. If the peak voltage in 
Equation 1.6 equaled the maximum specified for the given 


then 


op-amp (V5 EV As W 


dv t 
qs = y 5 (1.8) 
dt max 


and the resulting wm is ‘denoted asi nen Sl 
Power Bandwidth. This relationship now indicates the given 
amplifier's useable frequency range over which linear 


operation will be assured. 
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D. METHODS OF INCREASING SLEW RATE 

For typical monolithic op-amps in the inverting mode, 
the schematic shown in Figure 1.9 has proven to be an 
adequate model for calculating slew rate limits [Ref. 7]. 
Here the op-amp is visualized as having an input stage with 
a- small-signal transconductance of gm] which is connected to 
a large voltage gain stage (Miller integrator). It can be 
shown that the maximum current available to charge capacitor 
C is 2I}. where I] is the quiescent collector current per 
device in the input stage. When a large input voltage is 
applied, only a maximum current 1,=21, can be delivered to 
the integrator in the second stage. The resulting slew rate 


is then: 


dv T(t) 2I 
SR = 9 ASIE ME m (1.9) 
dt max E C 





Since gm,=1,/V;, the integrator's small signal output 


voltage can be given by 


UE Nee MIO) 


which implies 
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(2.11) 


From this expression, the gain bandwidth product for the 
op“amp Used, which is also the “open-loop “Unity gain 


frequency w;, is 





D S E 


The large and small signal behavior of the op-amp can then 


be related by combining Equations 1.9 and 1.12 to yield: 


dV 20.1 
SC > ee ES 
dt max gm, 





This equation indicates the op-amp parameters that can be 
modified in an effort to favorably alter the slew rate. 
Based upon these parameters, variations of two basic 
techniques have been reported in the literature [Refs. 8,9]. 

One method to improve the slew rate is to increase the 


GBWP Qi. and in most high slew rate circuits, this is the 
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Figure 1.9 Simplified Schematic for Slew Rate 
Calculations of a General Purpose Op-amp 
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course of action chosen. However, the frequency character- 
istics of the transistors in the IC set an upper limit on 
the GBWP achievable. 

The only other available means to achieve an enhancement 
in slew .rate is to increase the ratio of the operating 
current to the first stage transconductance. One manner in 
which this can be achieved is via the inclusion of emitter- 
degeneration resistors in the input differential amplifier, 
as shown in Figure 1.10, which will reduce gm]. The slew 
rate enhancement achievable by this technique is a factor of 
(dA gmjRp/2) over that given by Equation 1.13 . Improvements 
reported have been in the range of an eleven to twenty fold 
increase in slew rate . A practical limitation to this tech- 
nique occurs, however, due to the mismatch in the two added 
emitter resistors, which results in increased input offset 
voltage and drift. In addition, the noise performance of 
the op-amp is degraded by the unavoidable addition of the 
resistor's thermal noise. 

Another method for improving the ratio Ii/gm,, and hence 
the slew rate, is by incorporating Field Effect Transistors 
(JFET or MOSFET) in the input stage of the amplifier, as 
shown in Figure 1.11 . The effect here is due to the fact 
that JFETs have a considerably lower transconductance when 
compared to bipolar devices, for a given operating current 
I}. Although normally considered a disadvantage, this char- 
acteristic is highly desirable in applications requiring a 
fast op-amp. Slew rate enhancements via this technique have 
been, in special situations, as high as two orders of magni- 
tude greater than that achievable with conventional IC 
op-amps. As in the previous method, however, a limitation 
exists on the use of FETs as input devices because of the 
resulting increase in the circuit's input offset voltage. 
This is due to the fact that FETs typically have higher 
input offset voltages than bipolar transistors, by at least 


a factor of three and often much more. 
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Figure 1.10 Inclusion ort Emitter Resistors in 
First ostage of Op- amp 


SE 


Figure 1.11 





Utilization òf JFETS in an 
Op-amp Input Stage 
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Other techniques for improving the slew rate have been 
poporcted, similar to that off Hearn [Ref. 9], wherein “the 
maximum current, In, avallable for charging the compensating 
capacitor is increased. Although significant improvements in 
slew rate were achieved, again the limitation is an increase 
in input offset voltage. 

Each of the successful methods described above results 
in greatly improved slew rates for monolithic op-amps. 
However, for each of the discussed methods, the slew rate 
enhancement obtained is associated with an unavoidable 
increase in the input offset voltage and drift, as well as 
some degradation in the  op-amp's noise performance. 
Therefore, none of these methods are of any great value when 
the goal is an amplifier that possesses both high speed and 


high accuracy. 


E. FREQUENCY DEPENDENT GAIN AND GAIN BANDWIDTH PRODUCT 

One very important concern in designing active networks 
utilizing operational amplifiers is the finite  op-amp 
frequency dependent gain, A. Figure 1.12 shows the typical 
frequency response of an internally compensated op-amp. To 
be noted are the 3-dB frequency fr (Hz), the unity gain 
frequency f, (Hz), and the uniform 20 dB per decade roll-off 
made possible by the internal compensating capacitor and 
required to ensure stable operation of the amplifier. 
Throughout all of this work, it is assumed that all op-amps 
used are internally compensated and that they exhibit this 


type of frequency response. Thus the gain is given by 


A = ———— (1.14) 
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where Ag is the DC gain and Wr is the 3 dB frequency in 
radians per second. For frequencies q >> Qr, this expres- 


sion simplifies to 


à (1.15) 


Thus, the Gain Bandwidth Product (GBWP) of the op-amp; CH 


is given by 


i oL (1.16) 


which, in general, is a constant for any operational ampli- 
fier and is used as a figure of merit. The combination of 


the above two equations then leads to 





(EIN 





> 
uo? 
E 
— 


or (1.18) 
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Both Ag and fi; are usually found to be temperature and power 
supply dependent. For a general purpose op-amp such as the 
LM741, Ao and fi are on the order of 100,000 and 1 MHz, 
respectively. Thus, in active networks in which the response 
is highly dependent on Ao and/or Wa, the responses often 
exhibit unpredictable variations with changes in temperature 
and power supply voltage. The dependency of an op-amp 
circuit's response on A, and ONIS there toreo ie e al 


importance when comparisons or evaluations are to be made. 


Eo CONCLUSIONS 

In this chapter, the concepts of input offset voltage, 
Slew rate, frequency dependent gain, and gain bandwidth 
product, as applied to operational amplifiers, are put 
forth. Theoretical concepts are subsequently developed to 
explain the effect of each of these parameters on an 
op-amp's overall behavior. Previous techniques developed for 
slew rate enhancement are studied including their effects on 
areas of op-amp performance other than speed. It was demon- 
strated that due to the interdependence of the slew rate and 
input offset voltage parameters on the same subcomponents of 
the op-amp's input stage, it is impossible to generate a 


Single op-amp that is both very fast and very accurate. 
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II. COMPOSITE OPERATIONAL AMPLIFIERS 


A. GENERATION OF COMPOSITE OPERATIONAL AMPLIFIERS 

The concept of Composite Operational Amplifiers (CNOAs) 
was developed by W.B. Mikhael and S.N. Michael in 1981 and 
Hatveral “investigations into their behavior have been 
discussed in the ‚literature [Refs. 1-5]. Their primary 
motivatıon was to develope a general technique of active 
compensation that would extend the useful bandwidth (BW) of 
cecusts Utilizing operational amplifiers. In particular, 
the technique would be applied to the design of active 
filter networks. 

Starting with the basic active element, namely the 
op-amp itself, an exhaustive procedure was put forth for 
determining circuit implementations that would realize 
amplifiers with amplitude and phase compensation. The proce- 
dure developed utilized the concept of nullator-norator 
pairing [Refs. 10,11] to yield 136 possible circuit topolo- 
gies (C20As), each containing two single op-amps. These 
topologies were then examined according to the following 
performance criteria [Ref. 12]: 

1. Let A, (s) and Ay (s) be the non-inverting and 
inverting open-loop gains of each of the 136 C2OAs 
examined. The denominator polynomial coefficients of 
AS rana A (Ss) should have no change in sign. This 
Satisfies the necessary (but not sufficient) condi- 
tions for stability. Also, none of the numerator or 
denominator coefficients of A, (s) and A, (s) should 
be realized through differences. This eliminates the 
need for single op-amps of matched GBWPs and results 
in low sensitivity of a C20A with respect to its 
components. 

2. The external three terminal performance of the C20As 


should resemble, as closely as possible from the 
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versatility point “ot ren those of the single 

op-amp. 

3. No Right-Half S plane (RHS) zeroes due to the single 
op-amp pole should be allowed in the closed-loop 
gains of the C20As to achieve minimum phase shifts. 

4. The resulting input-output relationship H, (s) in the 
applications to be considered should have extended 
frequency operation with minimum gain and phase devi- 

ation from the ideal transfer function H; (s). The 

improvement should be enough to justify the increased 
number of op-amps. 

Twenty seven C20A structures of the 136 examined were 
found to have acceptable performance according to the above 
criteria. From these twenty seven, four composite op-amp 
Structures, referred to as C20A-1, C20A-2, C20A-3, and 
C20A-4 were found to outperform the remaining C20A struc- 
tures and were selected for further testing as one-to-one 
replacements for single op-amps. These structures are shown 
in Figures 2.1 Ehroudiaz. 4 

Following the same approach, Composite Multiple 
Operational Amplifiers (CNOAS) for N > 2 were generated in 
an attempt to further extend the operating frequencies at 
the expense of additional amplifiers. C3OAs were obtained by 
starting with one of the four proposed CZ2OAs and replacing 
one of its single op-amps by any of the four C20As shown in 
Figures 2.1 through 2.4 . Thirty two possible combinations 
of C30As were thus obtained via this technique. From these, 
Six designs proved both theoretically and experimentally to 
exhibit superior performance and were selected for further 
testing. These six configurations are illustrated in Figure 
Zag 

Similarily, C4OAs were obtained either by replacing each 
of the single op-amps in a C20A with any of the C2OAs or 


from one of the C3OAs where any single op-amp is replaced by 
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Figure 2.3 C20A-3 Composite Operational Amplifier 
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a C20A. The novel C40As that exhibited superior characteris- 
tics, from both theoretical and experimental considerations, 
are shown in Figure 2.6 The open-loop gain input-output 
relationships for the C30As and C40As are given in Figures 
2.7 and 2.8, respectively. 

Although significant potential exists for many of the 
above composite configurations in various applications, the 
goal of this thesis, the generation of aveactmancmeaccurate 
operational amplifier, was investigated only as it pertains 
to the C20As. 


B. SINGLE POLE VS TWO POLE ANALY Sous 
Assuming a single pole model (Equation 1.14), the open 
loop gain of the single op-amps employed in a C20A configu- 


ration, is given by 


A “w, . E 
A. = oi Li P 1 (2.1) 


. + Setze 
L1 L1 


where AU WET andw; 
are the DC open loop gain, the 3 dB bandwidth, and the 
GBWP, respectively, of the i-th op-amp. It can be easily 
shown that the open loop input-output relationships of 
C2OA-1 through C20A-4 are as listed in Figure 2.9 Here, as 
throughout this thesis, the variable q is the resistor 
ratio aR/R shown in Figures 2.1 - 2.4 
I£ it is assumed that the two individual op-amps used in 
the composites are identical, i.e. TA = Ao2 = A, and w, = 
ws'2 = œj., it is of interest to examine the open loop gains 
given in Figure 2.9 in the single ended inverting applica- 
tion, that is, Va = O. For both C20A-1 and C2OA-2 the DC 


a 
gain Aoc] is given by 
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: p. 29] 


[Ref. 12 


for 


for 


for 


for 


C20A-1: 


01 


C20A-2: 


02 


C20A-3: 


03 


C20A-4: 


04 


where a 


Ya; = Y, Ls VIA ULM 
A, ( 1 + Az ‚el +) = A, A, (1*2) 

A, ct C lost) D A 
A, A, (1 ta ) AA YE 

A, +(1l+a) E E Ue y 

Az A, f A, ( 1 + A ) 

(1 + a ) D (1*2) 

A, (A, ta) E XE LS a 
(o s b Cr) 


is the internal resistor ratio 


Figure$2 9 C20A Open-Loop Gain 
Input-Output Relationships 
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A (lta) 





AMEN) for (ian <<A USE 


Based on the above, these two composites will have a single 
pole roll-off Erom wi/Ao) CON A Etan) where thelsecond 
pole will occur. This equation further implies that the DC 
gain will increase and the second pole frequency will 
decrease with increasing a. 

Similarily, both C20A-3 and C20A-4 will have a DC gain 
given by 


Noc? Merc (2.3) 


which will have double poles (40 dB/decade) at (wi;/Ag), and 
will experience a decreasing DC gain without affecting the 
second pole location, as q increases. 

It is important and easy to show that the first op-amp's 
(Al) output voltage swing for each of the four C2OAs is 
always less than the output voltage V,, since the Al output 
is an internal node. Thus, the voltage swing of the output 
voltage V, solely determines the dynamic range. Hence, no 
harmonic distortion or dynamic range reduction of V, should 


arise. 
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Two-pole models were next investigated for each of the 
configurations C2OA-1 through C20A-4 to determine the 
effects of the internal resistor ratio la), Ehe compos: 
ite's overall gain (K), and the individual op-amps unity 
gain frequencies, on the composite's overall behavior. A 
sample derivation is shown below for EZOA-2. 

A nodal analysis of the C20A-2 circuit defined by Figure 
2.10 yields the following four equations: 


(1) Vout 7 1 (2.4) 

(2) V= AC O E (2.5) 
va - Mar E “out 5 Vin 

R' R' (1 + XK) I 


50 


which implies (3) Wout ~ E= K) M (n 
| ( UG 0) E Tu > 
and © —————— = —————— (2.8) 
R R (1 + a) 
which implies (4) a clea) (2.9) 
Combining Equations 2.4 and 2.5 yields 
"out ^ Aa (AVV) (2.10) 


EnoscpmbIon of Equation 2.9 into Equation 2.10 yields 


V (= u Bine 
out 2 o RM (e ll) 


Substitution of Equation 2.7 inte) Equation) 27 ERIS 


= gee or z^ OU ) (ONE 
out 2 l (1 a K) (1 + 39 


Rearrangement of Equation 2.12 yields 


Vent _ = A ASK(1 t a) 


Vin (1 + K)(1 +a) + A, A, (1 +a) + A, (1 + K) 


62: 133) 


The general expressions for ideal  inverting gain 


transfer functions are 


"out K=H 
i = H; (2.14) 
in 
V 1 
and STONE. = OA ) (2.15) 
VER 1 + s/w Q, + Ss /wa 
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Hence, for the 2: 


V A-A, (l +a) 
ow E H{  —_ —_——— EC, 
Vin (1 + K)(1 + a) + A,A,(1 +a) + A, (1 + K) 


which, upon rearrangement, yields 


1 2 
Vin a ar ( ) 
AJA A, (1 + a) 











The general gain expression for a two pole model is 
given by 
l l S S se 
E TES + qem 1 (2:12) 
2 Noi So E 


and the open loop frequency response is as shown in Figure 


2.11 Hence, 








A E | Aol 
l 2 
1 = a = y (2.19) 
RL “hi xen 
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and A A a OU (2.20) 








Eus ctueson cof Equations 2.19 and 2.20 into Equation 2.17 
yields 














N 
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With the reasonable assumption that wp] and W> are 
both much greater than other terms appearing in the 


preceeding expression, and after considerable Simplifica- 


on: 





MEK os l +K > 
Des ler ; ( ) S (2008 ) 
TONE TI 
where too = Air and (Vo = Ag2WI,2- A comparison of 


Equation 2.23 with the general expression shown in Equation 
estos ields 





u) 4 U) 
at = (2.29) 
P l + K 
l +a W 
and QU = n l (225) 
P l +K 


Equations 2.24 and 2.25 derived above, as well as the 
results from similar derivations for the other composites 


are shown in Figure 2.9 . In each case, the actual transfer 
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function H,, is equal to the ideal transfer function H; 
multiplied by a factor N/D (Equationa2.2i Ipe casco 
(N=numerator, D=denominator) then determines the amplitude 
and phase deviation of the actual transfer function from the 
ideal. The coefficients of the s and s? terms of the 
denominator polynomials, 1/0595 and 1/052. respectively, 
are the same for each C20A configuration. The fact that none 
of these coefficients are realized through differences and 
all are positive ensures the stability sor Stier od. ete 


tion and accounts for the low sensitivity of Eier and Qp 


Wp: 
to other circuit parameters. 

The equations of Figure 2.9 then indicate the effects to 
be expected as one selects different op-amps for the fabri- 
cation of any composite( œw] and w altered) as well as 
differing internal and external resistances ( a and K 


altered). In general, and Qp are functions of q and K. 


W 
p 
It is desirable to select these values such that the 


resulting w and Qp will yield acceptable amplitude and 


phase mW A of the actual transfer function from the 
ideal and at the same time satisfy any requisite conditions 
for stability. Via the Routh -Hurwıitz stability enitericenp 
the necessary and sufficient conditions for stability can be 


shown to be: 


1 +a < — for C20A-1 or C20A-2 (2.26) 


l+a > ICD = 
) for C20A-3 (2.27) 
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l+a > 4(1+K) for C20A-4 (aa) 


Ete 72172 indicates the values of a required to yield 
a Qp = 0.707 and a >> = T0 Brom both a bandwidim and a 
stability point of view, C20A-1 and C2OA-2 offer more 
attractive situations over the other two configurations. 

In the generation of a finite gain amplifier using a 
single op-amp, the bandwidth shrinks by an approximate 
multiplicative factor of 1/K relative to its GBWP, Wok An 
obvious analogy to the C20As for a finite gain amplifier is 
the cascade of two single op-amp finite gain amplifiers, 
each with a gain of K , to realize an overall gain of K. 
mar (Ref. 13] has shown that in this situation, the 
resulting bandwidth shrinks by a factor of 0.66/ K relative 
Ep. fOr a Qp = 0.707, it is possible to design C20A-1 
and C20A-2 circuits such that the bandwidth will shrink only 
by a factor of approximately 1/ K , and greater than 1/ K 
for Qp = 1.0 (K>>1). Figure 2.13 compares the achievable 
bandwidths for these three situations. 

The bandwidth extensions achievable in specific C20A 
configurations are presented in the following chapter. 
However, Michael [Ref. 12: p. 42], showed that for compos- 
ites generated from 741's the bandwidth extension to be 
realized could be varied drastically by merely changing the 
value of the resistor ratio q (and thus Q5): without sacri- 
Elin che | amplifier's low sensitivity to other circuit 


elements and power supply variations. 
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Ref. 


C. COMPUTER GENERATED FREQUENCY RESPONSE ANALYSIS 
The previous section presented an example derivation for 
C20A-2 to demonstrate the manner in which the finite gain 


transfer functions, w, s, and Quo S shown in Figure 2.9 were 


developed. To prove a validity of the assumptions and 
approximations utilized to develope these equations a 
computer program (see Appendix A) was written to calculate 
and plot the frequency responses of the four composite 
op-amps. Since exact specifications Were mor ano 
the manufacturer, the low frequency poles ( O and high 
frequency poles (œp) were estimated from the experimen- 
tally determined GBWPs and approximate open loop gains 
available from the op-amp data sheets. 

In the C20A-2 derivation presented, the exact transfer 
function, utilizing two pole models for each op-amp, was 
presented as Equations 2.21 and 2.22 . The transfer function 
assuming a single pole model for each op-amp is that repre- 
sented by Equations 2.21 and 2.23 . Pairs of equations such 
as these for each composite were inserted into the computer 
program to determine what differences (errors), if any, are 
incurred by assuming single pole behavior of the op-amps. 
Figures 2.14 through 2.21 show the results obtained where 
those titled "general expression" indicate the single pole 
model equations illustrated by Equations 2.21 and 2.23 

For C20A-1, a comparison of Figures 2.14 and 2.15 indi- 
cates that any differences are negligible. The frequency 
range over which the single pole model accurately represents 
the behavior of C20A-2, however, is not nearly as large, as 
may be seen by comparing Figures 2.16 and 2.17 . For this 
composite, the results indicate that the approximation is 
only valid to approximately 5 MHz, at which point a non- 
negligible deviation is noted. For C20A-3, shown in Figures 
2.18 and 2.19, and C20A-4, shown in Figures 2.20 and 2.21, 
the valid ranges are 15 MHz and 10 MHz, respectively. 
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In each case, the op-amps used were the HA-5170 in the 
Al position and the HA-2525 in the A2 position. The a and K 
parameters were chosen to yield a maximally flat (Qp = 
0.707) response, as given by the equations listed in Figure 
DS Inese results indicate that the single pole approxi- 
mation is valid out to quite respectable frequencies for 
each of the four C2OAs. 


Dr INPUT OFFSET VOLTAGE 

As previously addressed, one very important aspect 
concerning the performance of an operational amplifier is 
its input offset voltage, since it places a lower limit on 
the DC voltage that can be accurately detected and ampli- 
fied. Because no two op-amps can be produced in an identical 
fashion, offset voltages must be treated as random parame- 
ters, arising from randomly occurring mismatches between 
pairs of devices utilized in the op-amp's input stage. This 
then makes calculating offsets a fundamentally different 
operation than that employed for other common op-amp parame- 
ters, since they are best described by a probability distri- 
bution with some standard deviation about some mean (ideally 
zero). 

Gray [Ref. 7: pp. 402-407], in this fashion, gives an 
exhaustive statistical derivation for the input offset 
voltage of a 741. Even with a circuit of this relative 
Simplicity, the derivation is , by necessity, fraught with 
assumptions and generalities even though much is known about 
the specifications of the components used to fabricate the 
741. For high performance op-amps then, such as those used 
in this investigation, a similar effort would be essentially 
worthless since the op-amp vendors view most of the informa- 
tion required for the derivation as proprietary and not 
releasable. | 


In the case of the 741, however, Gray's results were 
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where the notation is relative to that given in Figure? 

This equation demonstrates that the major contributors to 
the input offset voltage of a 741 are mismatches between 
transistors Q5 and Q6, Q1 and 02, O3 and O04, resistors mel 
and R2, and the Beta values for Q3 and 04. 

Since an exact determination of the input offset voltage 
from the transistor level appeared unlikely, an effort was 
made to attempt to predict the input offset voltage that 
would result given the offset voltages of the op-amps to be 
used in a given composite. Fortunately, this approach was 
not as difficult. AS an example, the overall input offset 
voltage of the C20A-3 configuration is obtained as shown 
below. 

From Figure 2.23, Equations 2.30 and 2.31 may be 


written. 
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Figure 2.22 Circuit for Calculating the Input 
Offset Voltage of the 741 
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Since the voltage required to offset op-amp Al is Voz] ehe 


input offset voltage for the composite, Voff May bẹ wrikken 
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since q << Al. 

Similarily, the input offset voltages for the other 
C20As can be shown to be those illustrated in Figure 2.24 
In each case, except for C20A-1, the portion of the total 
offset due to the second or A2 op-amp is divided by the open 
loop gain of the A1 op-amp. This then implies that the 
overall input offset voltage of the composites is essen- 
tially the same as the input offset voltage of the op-amp in 
the Al position. The same can also be said for the C20A-1 
configuration, given a large. 

The significance of these equations is that very accu- 
rate composites (low V¿f£) can be generated merely by 
selecting an op-amp with a very small input offset voltage 


and placing it in the composite's Al position. 
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Figure 2.23 Circuit for Calculating themne 
Offset Voltage of the C20A-3 


76 


C20A-2 | Vott 7 Vorri * | Vorsa/ ©) 


L2DA-2 Vott ^ "otl ^ "org / M) 
C20A-3 (Ne AS Pan) / AA 
BODAS MEE Voce É ( Voff? (l+a )/ Al) 


Figure 2.24 C20A Input Offset Voltages 


TÈT 


E. SIGNIFBCANCE OBSEHEWNGOMPOSITE CAPENGACIU 

As indicated previously, several successful methods 
exist that greatly improve the slew rate of operational . 
amplifiers. But, with each of these high frequency perform- 
ance improvements, an unavoidable increase in the input 
offset voltage resulted. It was envisioned that, owing to 
the fact that the composite operational amplifier families 
are tolerant of mismatching of individual op-amp GBWPs, they 
might provide an excellent opportunity to construct CNOAs 
tailored to certain specifications. This could be achieved 
by selecting different and proper op-amps capable of 
providing the required performance. 

In accordance with the theory developed earlier, the use 
of a precision op-amp that contributes little DC error, in 
place of the Al op-amp in any of the C2OAs would provide 
excellent front-end characteristics for the composite and 
serve as the controlling component in determining the input 
offset voltage. Similarily, the selection of a high slew 
rate, fast settling, and wide bandwidth op-amp in place of 
the A2 op-amp, would result in a fast output stage. 

An analysis of the design described above can easily 
show that the resulting composite operational amplifier 
should have almost the same excellent resolution and high 
accuracy of the precision op-amp used in its front-end. This 
1s true since the effect of the non-precision op-amp used in 
the output stage would be drastically reduced at the front- 
end of any of the C20As. Similarily, the limitation of the 
slew rate and bandwidth of the front-end op-amp would have 
very little effect on the high-speed performance of the 
resulting composite op-amp. This is also true since it can 
be easily shown that the voltage swing at the first op-amp 
(Al) output, which is an internal node in each of the C2OAs, 
will always be much less than the output voltage swing. Thus 


, no dynamic range reduction or harmonic distortion should 
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arise due to the limited power bandwidth of the front-end 
op-amp and the composite should exhibit a high-speed 
performance similar to the fast op-amp used in its output 


stage. 


mee CONCEUSIONS 

In this chapter, the concept of composite operational 
amplifiers and a general approach for their generation was 
presented, thus yielding operational amplifiers that poten- 
tially can be very fast, very accurate, while extending the 
useful operating frequencies of the linear active networks 
realized by their use. Of all the possible C20A combinations 
achievable via this technique, four were shown to satisfy 
the suggested performance criteria and hence should exhibit 
superior performance. 

Single pole and two pole analyses were performed for the 
CZOAs. The results of these analyses, as confirmed by 
computer simulation, indicate that the composite's expected 
behavior can be effectively modeled by considering that each 
of its parent op-amps contributes only a single pole instead 
of two to the composite's overall frequency response. Thus, 
a considerably simpler analysis may be utilized on networks 
employing composites. 

Theoretical expressions were derived indicating that the 
input offset voltage exhibited by a composite operational 
amplifier should approximate that of the parent op-amp 
occupying its Al position. 

In addition, arguments were introduced expounding the 
fact that while the Al op-amp should determine the compos- 
ite's overall accuracy, the A2 op-amp should determine both 
the speed and the bandwidth of the composite. The fact that 
GBWP mismatching is tolerated by the composites allows an 
accurate, but slow op-amp to be used in the Al position, 
with a fast, but less accurate op-amp in the A2 position , 
to generate an operational amplifier that is both fast and 


accurate. 


na 


III. REALIZATION OFCcHESH-SPEED, HIGH ACCURASSEIO PERA DIE 
AMPLIETIERS 


A. EXPERIMENTAL TECHNIQUES 

Because one of the goals in this investigation was the 
maximization of slew rate, it was determined that a standard 
electronic "bread-board" could not be used due to the stray 
capacitances added to the circuit at each pin connection. 
Therefore, a circuit board with no metal connections was 
utilized in consort with specially designed sockets to 
formulate a plug-in-module design for each of the four C20As 
(Figure 3.1). Thus, a degree of standardization was achieved 
in that for a test on any given configuration, only the 
op-amps and the four resistors used to determine a and K 
would possibly be different. In addition, all measurements 
recorded utilized the same signal generator (HP-3312A), 
oscilloscope (HP-1741A--100MHz), power supply (Tektronix PS 
503A), and probes. The power supply voltages were uniformly 
set at +15 Volts and -15 Volts, and each was filtered by a 
capacitor connected to ground. 

The C20As were uniformly tested in their inverting 
configurations as shown in Figures 3.2 through 3.5 . These 
figures include the pin assignments to correlate them to 
Figure 3.1 . For all slew rate determinations, the square 
wave input signal was at a nominal frequency of 1 KHz and 
its magnitude was adjusted so that the amplified output 
signal level was 10 V peak-to-peak. Slew rates were deter- 
mined by measuring the slope of the up-ramp portion of the 
output square wave, with the horizontal axis (time) expanded 
as much as practicable, to increase the accuracy of the 
measurements. | 

All connecting wires and resistor leads were made as short 


as possible to minimize any stray capacitances. 
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Slew Rate Test Board for C20As 


Figure 3.1 
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C20A-1 Test Configuration 


Figures. 7 
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Figure 3.3 C20A-2 Test Configuration 
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Figure 3.4 C20å-3 Test Configuration 
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Figure 3.5 
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C20A-4 Test Configuration 
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The GBWPs of all op-amps used were measured in the test 
configuration specified on the data sheets at the recom- 
mended gain. A sinusoidal input was applied such that the 
level of the output sinusoid was 10 V peak-to-peak. The 
input frequency was then increased until the output signal 
had dropped to a level of 0.707 times this value. The 
frequency of the signal was then measured on a Data 
Precision 5740 frequency counter and this value was 
multiplied by the circuit gain to arrive at the op-amp's 
GBWP. 

A special test circuit was also constructed for meas- 
uring the input offset voltages. This circuit utilized the 
very accurate HA-5170 in a non-inverting configuration with 
a gain of 100. The amplifier was made offset free by the 
addition of an external voltage source, in the manner of 
Figure 1.2 . The output test voltage was then measured on a 
Tektronix DM502 digital multi-meter and this raw data was 
recorded. Such a circuit was necessary due to the extremely 
small input offset voltages expected to be achieved. For the 
C20A-2 and C20A-3 configurations, an additional resistor 
equivalent to the parallel combination of R' and KR' was 
placed between ground and the non-inverting terminal (A) of 
the amplifier being tested. Due to time limitations and the 
fact that the goal was a very fast and very accurate ampli- 
fier, input offset voltages were not routinely measured, but 
rather were measured when the front-end op-amp (Al) was a 
very accurate one. 

All data reported, both for the parent op-amps and the 
composite configurations, are experimentally determined 
(single data points) for the individual op-amps reported. In 
general, performance values were noted to vary among op- 
amps of the same type. Therefore, the op-amp selected for an 
application was done to maximize the effect expected to be 
demonstrated. Thus, the HA2525 (1) was selected for the AZ 
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Bes 70m OL Composites simee dt is faster than HA2525 (2) 
and maximization of speed was the goal. 

Initial investigations were performed with LM741s 
followed by subsequent trials involving high-performance 
op-amps, - graciously provided by Harris Corporation. The 
experimentally determined performance factors for all of the 


op-amps used in this thesis are provided in Figure 3.6 


ES EXEFERTIMENTAL RESULTIS FOR C20A-1 

The data presented in this section are the experimental 
results realized for the C20A-1 configuration illustrated in 
Figure 3.2 . For C20A-1, as well as the other three configu- 
rations, investigations began with 74ls and progressed to 
the faster Harris op-amps listed in Figure 3.6 . GBWPs were 
determined only in select cases so that any trends might be 
illuminated. The feature of bandwidth extension was only of 
secondary interest since this property of CNOAs has been 
previously shown and discussed. Offset measurements were 
made only on the fastest circuits since a very accurate 
amplifier was only of interest if the op-amp was fast as 
LIN -lewsrates (SR) reported have the units V/us and 
all GBWPs have the units of MHz unless otherwise specified. 

Figure 3.7 shows the results when op-amp 741(1) was 
placed in the Al position followed by 741(2), thereby 
creating a situation with the faster of the two op-amps in 
the output or A2 position. Here it is seen that in every 
case, the slew rate of the composite exceeds that of the 
op-amp in the A2 or speed determining position. There 
appears to be a definite trend that the slew rate increases 
with increasing & and slightly increases with increasing K. 
A maximum slew rate enhancement of approximately 26% was 
achieved (K = 9.67, a = 60.97). 

Figure 3.8 shows the results achieved for HA-2505(2) and 
HA-2505(1)in the Al and A2 positions, respectively. Here 
again, with the faster of the two op-amps in the A2 
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OP-AMP SLEW RATE (V/us) GBWP (MHz) Voff 


741 #1 0.847 1.20 
| 
, | 
741 #2 0.862 1.61 
| 
741 #3 | 0.649 1.04 
| 
| 
HA-2505 #1 35.70 13.43 150 
| 
HA-2505 $2 34.48 12.90 
HA-2525 #1 | 140.80 23.10 MONS NT 
HA-2525 42 128.20 21.76 
HA-2539 714.3 436.7 3.0 mv 
HA-5170 8.0 4.6 | 121 W 
Figure 3.6 Experimentally Determined Performance Factors 


for Op-Amps Used in This Investigation 
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| | 
ALPHA 1.96 4.11 | 8.05 15.85 
| 
SLEW RATE 0.93 | 0.96 1.00 | 1.06 


| 
60.97 | 
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(B) K = 2.08 
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Figure 3.7 Results for C20A-1 Composed of Two 741s 
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position, the composite exhibits a faster slew rate. The 
slew rate is observed to increase with increasing a, but no 
clear pattern regarding a dependence upon K is indicated. 

Figure 3.9 shows the results obtained for 741(3) in the 
Al position with either the HA-2505(1) or the HA-2525(1) in 
the AZ position. In both cases the results were quite poor 
in that the composite's slew rate never approached that of 
the parent op-amp in the A2 position. This poor behavior is 
noted when the Al op-amp is a 741 (while the A2 op-amp is 
not), thus indicating that perhaps the GBWP mismatch in 
these situations is too severe. It should be noted, however, 
that the bandwidth still increased over that of the parent 
op-amp in the A2 position by as much as a factor of three. 

Figure 3.10 reports the results for the combinations 
HA-2505(1)/HA-2525(1) and HA-2525(2)/HA-2525(1), in the Al 
and A2 positions , respectively. Here, slew rates are 
observed to be on the order of, or greater than, the HA-2525 
in the A2 position, with the largest slew rate enhancement 
again on the order of 25%. Bandwidth extensions by a factor 
of between two and three were noted as well. 

Figure 3.11 shows the results obtained for the HA-5170 
in the Al position with HA-2525(1) in the A2 position. Here, 
for the first time, a very high accuracy op-amp is utilized 
as the front-end amplifier. The slew rates observed varied 
from approximately 2% to 85% of that of the A2 op-amp and 
again, small GBWP extensions were observed. The striking 
observation to be made though, is that the input offset 
voltage of the composite is approximately half that of the 
very accurate Al op-amp. This was totally unexpected 
considering the expression derived for the theoretical input 
offset voltage (Figure 3.1) in conjunction with a equal to 
zero. Nevertheless, an amplifier was created whose speed 
approached that of the parent fast op-amp and exceeded the 


accuracy of the parent precision op-amp. In this case and 
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Figure 3.8 Results for C20A-1 Composed of Two HA-2505s 
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others to follow in which the offset is less than that of 
the parent Al op-amp, it is no doubt due to V ge and Vorg2 
having opposite signs. Thus a subtractive situation occurs 
yielding a composite more accurate than the Al op-amp. 

The final C20A-1 test involved the HA-5170 with the 
HA-2539, a combination of the most accurate and the fastest 
op-amps available. Unfortunately, no useable results were 
obtained. This is perhaps due to the fact that, in this 
situation, the GBWP mismatch is approximately two orders of 


magnitude. 


Co. EXPERIMENTAL RESULTS ORVCZe 7-72 

Figure 3.12 shows the results when op-amp 741(1) was 
placed in the Al position, followed by 741(2) in the A2 
position. Clearly the slew rate increases with both q and 
K. A maximum slew rate enhancement of approximately 12% was 
achieved. 

Figure 3.13 shows the results obtained with either 
HA-2505(2) or 741(3) in the Al position while HA-2505(1) 
occupied the A2 position. Here again, the slew rate appears 
to increase with both a and K. Few data points were 
attempted, however, since it did not appear that both a fast 
and accurate op-amp would be achievable. In addition, for 
the 741/2505 case, once again the GBWP mismatch is in excess 
of a factor of ten. 

Figure 3.14 shows the results obtained from a combina- 
tion of HA-2525(2) (AI) with“HA-2525(1) (A2) and a combina- 
tion of HA-5170 (Al) with HA-2525(1) (A2). In the case of 
the former, high slew rates were not achievable at either 
low or high values of q and K but was achievable at inter- 
mediate values of these variables. However, an increase in 
the GBWP by approximately a factor of ten was realized. For 
the latter op-amp combination, an intermediate value for a 
was selected and applied ever a ranges f Ng Me No 
dramatic results occured and therefore the offset 


measurement was notrartvenpreck 
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Figure 3.11 Results for C20A-1 Composed of HA-5170/HA-2525 
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(B) Kk = 2,08 
| | 
ALPHA | 1.00 | 1.96 | 4.10 | 8.05 | 60.98 
SLEW RATE | 0.81 | 0.86 | 0.88 | 0.89 0.91 
| | 
(ONE CEN 





Figüre 3.12 Results for C20A-2 Composed of Two 741s 
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Figure 3.14 Results for C20A-2: (a) Two HA-2525s 
(b) HA-5170/HA-2525 
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When the HA-5170 was combined with the extremely fast 
HA-2539, no useable results were obtained. Again, this 
combination is tantamount LO a GBWP mismatch of 
approximately 100. 

In general, the same type of trends were observed for 
the C20A-2 as for the C20A-1, but, in the case of the 
former, the results were not as dramatic or satisfying in 


terms of goal achievement. 


OS EXPERIMENTAL RESULTS EOR C20A-3 

The results obtained for the combination 741(1) and 
741(2) in the Al and A2 positions, respectively, are shown 
in Figure 3.15 . Although the slew rates still increase with 
K, these results conflict with earlier trials in that they 
do not necessarily increase with q. 

Attempts to combine an HA-2525 or an HA-5170 with an 
HA-2539 yielded no useable results. 

Figure 3.16 shows the results for the other three op-amp 
combinations attempted: two HA -2 5255. 742103) with 
HA-2505(1), and HA-5170 with HA-2525(1). The first two added 
little to the information base but the combination of the 
very accurate HA-5170 with the very fast HA-2525 was inter- 
esting in that, just as in the C20A-1 case, an op-amp as 
fast and as accurate as the parents was realized, but for 
the case of the C20A-3, the GBWP decreased by a considerable 
amount. The usual tendency is for the slew rate and GBWP to 


go hand-in-hand. 


E EXPERIMENTAL RESULTS FOR C20A-4 

Figure 3.17 shows the results for 741s number two and 
one in the Al and A2 positions, respectively. Although a 
slew rate enhancement is noted for K = 9.72, for this 
configuration, unlike the other three, the slew rate does 


not appear to vary at all with a. 
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Figure 3.15 Results for C20A-3 Composed of Two 741s 
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(B) 
ALPHA 1.00 4.10 0.48 1.00 1.00 
K 220 0.26 3.10 5.34 25.84 
| 
SUEWNRATE | 26.67 | 21.74 | 3590001 31.25 | 2.63 
GBWP 3.10 0.34 4.10 4.00 1.81 | 
| 
(C) 
ALPHA 0.43 0.43 0.43 | 
K 2.71 +-4.77—-+4 1.82 





SLEW RATE | 133.3 100.0 142.8 


GBWP Ist --- 10.41 
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Figure 3.16 Results for C20A-3: (a) Two HA-2505s 
(b) 741/HA-2505 
(e) 5170, HA 525 
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Figure 3.17 Results for C20A-4 Composed of Two 74ls 
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Figure 3.18 shows the results for the 2505(2)/2505(1) 
combination as well as the 741(3)/2505(1) combination. In 
the former case, the slew rate remained approximately 
constant or decreased with increasing a, depending on the 
value of K selected. For the 741/2505 combination, the 
values obtained for both slew rate and GBWP were 
disappointingly poor. 

Figure 3.19 shows the results for the combinations 
HA-2525(2)/HA-2525(1), B2=251707 HR 2525(1), and 
HA-5170/HA-2539. Form the first combination, slew rate 
enhancements of approximately 15% were noted as well as GBWP 
extensions of 30 - 60%. For the 5170/2525 combination, slew 
rate enhancements up to 10% were noted as well as a 50% 
extension of the GBWP. This particular configuration, with 
a = 3.29 and K = 11.26, yielded the most accurate composite 
Do nannu offset voltagg of only 53 uV. Ihis marks 
the second occurrence wherein a composite was generated with 
an accuracy substantially superior to the parent op-amp in 
the Al position. The last configuration, utilizing a 5170 
aa 239, is the first composite with the 2539 in the A2 
position where very high slew rates were achieved. 

Figure 3.20 shows the final results for the C2OA-4 
configuration. Included are the 2525(1)/2539 combination 
and the 2525(1)/517/0 combination where, as throughout the 
results, the amplifier in the Al position is listed first. 
The first case is important in that it resulted in the 
largest slew rate ever recorded, 714.2 V/uS, which equals 
that of the parent HA-2539. The second combination is very 
important in that it demonstrates the validity of the theory 
previously developed. That is, with the 2525 in the Al posi- 
tion, the input offset voltage of the composite should 
approximately equal that of the 2525. With the 5170 in the 
A2 position, the composite should exhibit a slew rate 


approximately that of the 5170. This, in conjunction with 
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Figure 3.18 Results for C2OA-4: (a) Two HA-2505s 
(b) 741/HA-2505 
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Figure 3.19, which is the same except that the op-amp posi- 
tions are reversed, demonstrates conclusively that the 
composite should exhibit an offset approximately equal to 
that of the op-amp in the Al position, as well as a slew 
rate approximately equal to that of the amplifier in the A2 


position. 


F. CONCLUSIONS 

This chapter briefly discussed the techniques utilized 
in this investigation and presented the experimental results 
achieved for each of the C20As using a variety of op-amps. 
In general, slew rates appear to increase with increasing 
a, whereas the value of K is not a prime contributor to 
slew rate enhancement. 

In situations where the GBWP mismatch was greater than a 
factor of ten, all configurations, except for C20A-4, fail 
to generate fast composites. GBWP extensions were noted in 
most trial combinations although they varied very small 
increases up to one order of magnitude. This maximum band- 
width extension was achieved with C2OA-2, and except for 
this one bright spot, the C20A-2 did not fair well. 

C20A-4 seems to tolerate GBWP mismatch much better than 
the other configurations. It is the only one where useable 
results were obtained when using the very fast HA-2539. This 
confiuration also produced the most accurate composite, with 
an input offset voltage of 53 pV, and the fastest composite, 
with slew rate of 71428 Ados 

The results for the C20A-4 combinations of 5170/2525 and 
2525/5170 proved conclusively the theory expounded in the 
previous chapter, indicating that a composite's input offset 
voltage will be determined by the Al op-amp, while its slew 
rate and GBWP will be determined by the op-amp in the A2 
position. | 

C20A-1, C20A-3, and C20A-4, using the 5170/2525 combina- 


tion, all produced composites whose accuracies and slew 
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(a) HA -2525/HA-2539 


rates were on the order of, or better than, their parent 
op-amps, thus generating composite operational amplifiers 


that were both very fast and very accurate. 


108 


EDS eee CATIONS Or (PRECISION, HICH SLEW RATE OPERATIONAL 
ANEL TETEES INS ACHEVE NEIWORNS 





A. INTRODUCTION 

Based on the results presented in the previous chapter, 
the op-amps selected for the applications to be addressed in 
[NS Chapter are the HA-5170 (SR = 8.0 V/ps, Vore = 121 pV, 
Weve — 4°6 MHz) and the HA-2525 (SR = 140.8 V/us, vee One 
mV, GBWP = 23.1 MHz). The use of the former as the front-end 
op-amp results in a composite with accuracies comparable to 
the 5170, while the use of the 2525 as the output op-amp 
provides the composite with a speed on the same order of 
magnitude and a higher GBWP. 

Three sample applications have been selected for presen- 
tation- in Ehlezchapter to illustrate the utility and value 
of the C20As in active networks. They are a square wave 
generator, an improved version of a precision half-wave 


rectifier, and a novel sample and hold circuit design. 


B. SQUARE WAVE GENERATOR 

Figure 4.1 shows the square wave generator circuit 
constructed for this investigation of a non-linear op-amp 
application. Figure 4.2 shows the circuit's output when an 
LM741 is used as the op-amp. The input frequency used was 
only 150 Hz, as higher frequencies yielded an even more 
drastic deviation from the desired square wave output. 

Figure 4.3 shows the output obtained when the op-amp 
used was the HA-2525. The input frequency used to generate 
thais output was 312 KHz. Further increase of the input 
frequency, as in the case of the 741, produced what was 
considered as unacceptable distortion. 

Figure 4.4 shows the results achievable when a composite 


op-amp is utilized. Here the C20A-4 configuration was used 
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Figure 4.1 Square Wave Generator Circuit 
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Output of Square Wave Circuit Using an HA-2525 
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Figure 4.3 


wuchssche 5170 in the Al position ane the 2525 in the AZ 
position. It was noted that the internal resistor ratio @ 
had little effect on the output and the output shown here 
for & = 2.6 was typical. The input frequency utilized was 
625 KHz.- Although higher frequencies once again yielded 
further distortion from the ideal, this demonstrates that 
the composite circuit was able to produce a better square 


wave at twice the frequency of the single HA-2525. 


Ge IMPROVED PRECISION HALRE-WAVE RECTIFIER 

In light of the stability problems and other difficul- 
ties reported by Ismail [Ref. 14] in utilizing composite 
op-amps to generate either a superdiode or a half-wave 
rectifier, the improved version of a precision half-wave 
rectifier illustrated in Figure 4.5 was constructed. In 
this non-linear situation, as with many others, an op-amp is 
used in conjunction with other circuit devices (ex. diodes, 
transistors, etc.), all operating in their non-linear modes. 
However, these devices also exhibit their own non-ideal 
characteristics which often exacerbate a given problem. In 
this particular instance, the real semiconductor diodes 
suffer from a n! voltage drop that limits their 
usefulness in small-signal applications. 

Assuming a silicon diode with a reverse bias voltage of 
0.7 V, it has been shown that the superdiode depicted in 
Figure 4.6 (a) has a reverse bias voltage of 0.7/A , where 
A is the finite open-loop gain of the op-amp [Ref. 15]. 
This fact permits the rectification of much smaller signal 
levels, although the operating frequency may be limited by 
the dynamics of the op-amp. Figure 4.6 (b) shows the super- 
diode proposed by Ismail which utilizes a composite op-amp, 
in an effort to improve the circuit's dynamic behavior. For 
aS circuit, it was shown that the reverse bias voltage is 
further reduced by a factor of 1/A2, where A2 is the open- 


loop gain of the composite's output op-amp. Figure 4.7 shows 
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Figure 4.5 Improved Version of a Precision 
Half-Wave Rectifier Circuit 
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the results obtained by Ismail for this Circuit.: ae 
(a) shows the best output achieved for the circuit shown in 
Figure 4.6 (b), with a 400 mV peak-to-peak, 2 KHz input. 
Figure 4.7 (b) shows the transfer characteristic obtained 
for this- circuit. Ismail's improved composite superdiode 
circuit of Figure 4.6 (c) yielded the results shown in 
Figure 4.8 . In part (a) is shown the half-wave rectifica- 
tion of a 5 KHz, 750 mV peak-to-peak signal, while part (b) 
shows the results for a 15 KHz, 40 mV peak-to-peak input. 

The C2OA configuration utilized in the above work was 
not one of the four C20A configurations that have been 
discussed throughout this thesis. As indicated in Chapter 
II, C20A-1 through C20A-4 were obtained by a process of 
eliminating from among all of the possible two-amplifier 
combinations, those that theoretically would yield poor or 
marginal stability and performance. It was therefore felt 
that these four composite configurations should be tested 
for their applicability before proceeding to try more exotic 
configurations. 

Once again, the C20A-4 configuration was selected and 
the same two op-amps, the HA-5170 and the HA-2525, were 
utilized. Using a sinusoidal input of 23 KHz with a peak-to- 
peak voltage of 11.0 V yielded the transfer characteristic 
Shown in Figure 4.9 (a). Again, the resistor ratio seemed to 
have little effect. Since the composite should allow the 
rectification of smaller signal levels, it came as no 
Surprise that a very nice rectification was achievable with 
a peak-to-peak input of 45 mV, at a frequency of 23 KHz. 
This result is shown in Figure 4.9 (b). Figure 4.10 (a) 
shows the transfer characteristic obtained for these same 
conditions, and Figure 4.10 (b) shows the rectified output 
for a 6 KHz , 45 mV peak-to-peak input. 

These results indicate the superiority of the C20A-4 
Since it rectified lower peak input signals at higher 


frequencies than did the other circuits discussed. 
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Figure 4.9 (a) Transfer Characteristic for C20A-4 n =11 V) 
(b) Output Resulting from 23 KHz, 45 mV Signa 
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Figure 4.10 (a) Transfer Characteristic for C20A-4 (V -45mV) 
(b) Output Resulting From 6 KHz, 45 mV Signal 
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D. NOVEL SAMPLE AND HOLD CIRCUIT 

The final application to be discussed, a sample and hold 
circuit, is the most dramatic of all in that the real 
utility of the composite op-amps is in those areas demanding 
both a very high-speed and very high-accuracy operation. 

In today's technology, signal processing is more and 
more often accomplished using digital methods. Since most of 
the events occuring in the physical world we live in are 
analog by nature, Ene desire copas min ormatvion pce 
tally requires a conversion of the analog signal into a 
digital one, and after processing, from digital back to 
analog. Central to the analog to digital (A/D) and digital 
to analog (D/A) converters that perform these operations are 
sample and hold circuits. 

Sample and hold circuits are used to sample an analog 
signal at a given instant of time and hold the sampled value 
as long as the system requires. The simplest form of a 
sample and hold circuit is a switch in series with a capa- 
citor. If the switch is closed, the capacitor will track the 
input voltage. When the switch is opened, the capacitor 
holds the voltage level at a constant value. 

One of the simplest practical sample and hold circuits 
1s shown in Figure 4.11 . Here, an electronically controlled 
switch, often a MOSFET device, provides a means for rapidly 
charging the capacitor to the sampled voltage and then 
isolating the input voltage source from the circuit so that 
the capacitor can store the desired input voltage level. In 
order for the sample and hold circuit to produce a: good 
approximation of the input waveform being sampled, it is 
necessary for the frequency of the "clocking" control 
voltage to be substantially higher than that of the input 
signal. As with most practical sample and hold circuits, an 
op-amp is here employed by the circuit to present a low 


driving circuit impedance and a high load impedance across 
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mnecdbacrtor. For many critical applications, “ehe utiliza- 
tion of a precision and/or high-speed op-amp is essential. 

To get a better understanding of the requirements that 
might be imposed upon such a circuit, it can be visualized 
in conjunction with an A/D converter as the interface 
between an analog system and a 16 bit digital system. Given 
a 10 V maximum input implies the least significant bit (LSB) 
pouldrepresent 159 uv (voltage 7 2 raised to the Nth 
power). The results presented in Chapter 111 indicated that 
the slew rate and input offset voltage achieved by the 
HA-5170/HA-2525 combination in the C20A-1, C20A-3, or C2OA-4 
configuration would fulfill the requirements, ie. - an LSB 
feet oy and a very high clock rate. The CZ0A-3, although 
the least accurate of the three, was selected since it coin- 
cidently exhibited exactly the accuracy required for the LSB 
of the 16 bit system. 

Figure 4.12 shows the novel sample and hold circuit 
constructed utilizing the C20A-3 with & = 0.43 and K = 2.0. 
The switching control voltage (Vs) was applied at a 
frequency of 2.6 MHz. The placement of the capacitor between 
the switch and the non-inverting terminal of the HA-2525 was 
selected so that during hold periods the capacitor would not 
be able to discharge due to the open switch an one side and 
the high input impedance of the 2525 on the other. 

Figure 4.13 shows the results obtained for this circuit. 
Here the input signal was a 100 KHZ sinusoid. The photograph 
shows both the input and the output wave forms intentionally 
offset. It clearly demonstrates that the circuit amplified 
the signal by a factor of two and was able to sample at the 
2.6 MHz clocking rate; i.e. - 26 samples per cycle were made 
and recorded. 

These results do not represent the upper limits of this 
novel design. The clocking rates and q and K parameters 


were chosen merely to illustrate the utility of the circuit 
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Figure 4.11 Practical Sample & Hold Circuit 
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Figure 4.12 Novel Sample & Hold Circuit 
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Figure 4.13 Results for Novel Sample & Hold Circuit 
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and that it would perform adequately in a demanding situ- 
ation. Higher clock rates are quite likely permissable and 
better results may have been achievable with the other, more 


accurate and faster configurations. 


E. CONCLUSIONS 

The three applications presented in this chapter illustrate 
the yutility of composite operational amplifiers in both 
linear and non-linear applications. Further, the capability 
of the composites to operate at very high speeds, in tasks 
requiring a high degree of precision, has been demonstrated. 
This constitutes a considerable improvement over presently 


avallable circuits. 
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V ~- CONCLUSIONS 


The goal of this research effort was the realization of 
a high-speed, high-accuracy operational amplifier, an entity 
heretofore unknown. 

In Chapter I, the concepts governing the behavior of an 
operational amplifier were discussed and theoretical expres- 
sions were derived which indicated the interdependence of an 
op-amp's slew rate and input offset voltage. The fact that 
both of these parameters are ultimately dependent upon the 
same transistors and resistors in the op-amp's first stage 
precludes the concurrent improvement of each. A variety of 
very successful techniques cited in the literature for slew 
rate enhancement were examined, and with each, the above 
observation was born out. That is, when an enhancement of 
slew rate was achieved, the input offset voltage was 
degraded. 

Chapter II presented the relatively new concept of 
composite operational amplifiers (CNOAs) for N = 2, 3, or 4. 
The technique for their development was discussed and exten- 
Sive theoretical analyses were developed indicating that 
this class of operational amplifiers should be able to 
perform with concurrent high-speed and high-accuracy. 

Of all the possible C20As (N=2), four were shown to 
satisfy the suggested performance criteria and thus should 
exhibit superior performance. Arguments were introduced 
indicating that the composite's input op-amp (Al) should 
ultimately determine the overall input offset voltage 
achievable. Similarily, the output op-amp (A2) should deter- 
mine the slew rate and bandwidth realizable by the 
composite. Since the composites were known for their ability 
to tolerate GBWP mismatching between the Al and A2 op-amps, 
this provided an excellent opportunity to build into a 


composite any reasonable combination of speed and accuracy. 
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These precepts were then applied in Chapter III to a 
variety of op-amps covering the gamut of speed and accuracy. 
It was found that three of the four configurations yielded 
composite op-amps that exhibited accuracies on the order of, 
or better than, that of the very accurate amplifier in the 
Al position, while simultaneously achieving speeds compa- 
rable to that of the high-speed op-amp in the composite's A2 
Position. 

With these results in hand, Chapter IV presented three 
sample applications of these new high-speed, high-accuracy 
op-amps to illustrate their utility in both linear and non- 
linear applications. Of particular importance was the devel- 
opment of a new sample and hold circuit that performed 
excellently in a situation demanding extreme precision while 
operating at a very high speed. 

Thus, the novel design described in this thesis has 
resulted in a composite amplifier that combines the excel- 
lent performance of the precision op-amp used in its front- 
end, with the speed and wide bandwidth of the op-amp used in 
its output stage. Such optimum composite amplifiers not 
only offer significantly improved AC and DC performance over 
currently available devices, but they also make no new 
demands on technology, since they require only those devices 
that can be produced with available linear monolithic 


techniques. 
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C 


APPENDIX A 


PROGRAM TO CALCULATE THE FREQUENCY RESPONSE OF C20AS 


DIMENSION HMAG(220),HPHASE(220),OMEGA(220) 

COMPLEX HH,S, DENOM 

REAL K, ANUM 

THE FOLLOWING ARE CONSTANTS TO BE UTILIZED:A01=»DC 


GAIN OF FIRSI c OPAMP;AO2=>DC GAIN OF SECOND OPAMP; K=> 
GAIN OF COMPOSITE OPAMP; c ALPHA=>RATIO OF INTERNAL 
RESISTORS 

Q= TITO 

PI = 5, 12415327 

AOQ = 2.24E4 

AO2 = 1.E5 

K = 129 


C 


ALPHA - 1.24 


THE FOLLOWING ARE THE POLES FOR THE TWO OPAMPS; L 
-»LOWER FREQ C POLE, H=> HIGHER FREQ POLE, 1=> FIRST 
OPAMP, 2=> SECOND OPAMP 

PLO =—2 907 En 

PHO = 2.0E7*PI 

Dou 230 en 

PH2 = 8.0E7*PI 

Wl = AOQ*PLO 

W2 = AO2*PL2 


C 


OMEKA = -9999. 
DO 99 M = 1,220 
OMEKA = OMEKA + 150000. 
OMEGA (M)=OMEKA 
S = CMPLX(0.0,OMEKA) 
NUM=> NUMERATOR & DENOM=> DENOMINATOR OF THE 


TRANSFER C FUNCTION " HH". HMAG-» MAGNITUDE OF THE 
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EREWERESPONSE, C BERSSE- ZEHASE CE THE FREQ RESPONSE, 


OMEGA=> FREQ, HR=> C REAL PART OF TRANSFER FUNCTION, 
HI=> IMAGINARY PART 

E 

C THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR TERMS FOR C20A-1: 

m 

E ANUM = -K 

C . DENOM = Q+(Q+K)/(AO2*(Q+ALPHA))+(Q+K)/(AOQ*AO2)+ 

C x 
219 19/2 A007A02) 9 SS CO/PLOSO/PDE2*O/PHOt*Q/PHZ2* 

E * AOQ/( (Q+ALPHA)*PL2)+AOQ/( (Q+ALPHA)*PH2))+ 

a * 
eee) 7 (500 -F02))75°*2% (O/(FLO* PREZ) +07 (PLO*7PHO)+ 

E * 
Q/(PLQ*PH2)*Q/(PL2*PHQ)-*Q/(PL2*PH2)*Q/(PHQ*PH2)^ 

a * 
AOQ/( (Q+ALPHA) *PL2*PH2) )+((Q+K) /(AOQ*A02) )*S**3* 

C A RACE IAE CORE) CAOQFAOZ) ES rd» 

(a * (Q/(PLQ*PL2*PHQ*PH2)) 

S 

e THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR TERMS FOR C20A-2: 

a 

E ANUM = -K 

C DENOM = Q+(Q+K)/(AO0Q*(Q+ALPHA))+(Q+K)/(A0Q*A02)+ 

C x uos a Uo AUS ADHOTO/PDZ2TO/PHOTO/PH2t 
G * AO2/((Q+ALPHA)*PLQ)+AO2/( (Q+ALPHA)*PHQ))+ 

E * 
a cane PAROLES 2? (O/(ELO=FEZ)+9/(PLO*PHO)+ 

C * 
O/(PLO*PH2)+0/(PL2*PHQ)+0/(PL2*PH2)+0/(PHQ*PH2)+ 

C * 
A02/((Q*ALPHA)*PLQ*PHQ))*((Q*K)/(AOQ*AO2) )*S**3* 

C = AE KO Ze pee) 7 (A0O0*A02) )*5**4* 


poer 


G * (Q/(PLQ*PL2*PHQ*PH2)) 


E 
E THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR TERMS FOR C20A-3: 

€ 

C ANUM =(0+707A00* (07400)*S* (07 FEO+O/ FE (07 270) > 
C 3 (O/C RRA) 

C DENOM = Q+Q/A0Q+((1+ALPHA)*(1+K) /(AOQ*A02 ) )+ 

C | * 


((1+ALPHA)*(1+K)/(AOQ*A02))*S*(AO2/(PLO*(1+ALPHA)* 

C 
(1+K))+A02/(PHQ*(1+ALPHA)*(1+K))+0/PL0+0/PL2+0/PHQ+ 
C 

Q/PH2)*((1*ALPHA)*(1*K)/(AO0Q*AO2))*S**2*(A02/(PLQ* 

E 
PHQ*(1*ALPHA)*(1*K))*Q/(PLQ*PH2)-*Q/(PLQ*PL2) *Q/(PLQ* 
C 
PH2)*Q/(PL2*PHQ)*Q/(PHQ*PH2) ) * ( (14ALPHA)*(1-K)/(AOQ* 
C 
A02))*S**3*(Q/(PLQ*PL2*PHQ)*Q/(PL2*PHQ*PH2)*Q/(PLQ* 
© 
PL2*PHQ)*Q/(PLQ*PHQ*PH2))*((1*ALPHA)*(1*K)/(A0Q*AO02) )* 


C * S**4*Q/(PLO*PL2*PHQ*PH2) 

e 

G THE FOLLOWING LINES SHOULD BE USED : FOR 
NUMERATOR AND C DENOMINATOR FOR THE C20A-4: 

C 

© 
=(A0Q*A02+A02* (Q+ALPHA) +A02* (Q+ALPHA) *S* (Q/PLO+Q/PHQ) + 
G A02*(Q*ALPHA)*S**2*(Q/(PLQ*PHQ)) )*(-K) 

C DENOM 


(O+ALPHA)*(Q+K)+A00*A02+A02* (Q+ALPHA)+(Q+ALPHA)* 
C 
(Q*K)*S*(O/PL2TO/PH2tO/PEQtO/PHOSAOZ AU EE. 
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THE 


C. * 
(Q-ALPHA)*(Q*K)*S**2*(Q/(PL2*PH2)*Q/(PLQ*PL2)* 


C * 
ran: 50277237307 (PE2ZEH0)+0/( PHOZBE2I207/ C E LOS E GA T 
C EE A02/((Q*K)*PLQ*PHQ) ) *(Q*ALPHA)*(Q*K)*S**3* 
E * 
(Q/(PLQ*PL2*PH2)*Q/(PL2*PHQ*PH2) *Q/(PLQ*PL2*PH2)« 
E * Q/(PLQ*PHQ*PH2) ) «(QFALPHA)*(Q*K)*S**4* 
S ko (Q/(PLQ*PL2*PHQ*PH2)) 
c 
C 
E THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR FOR C20A-1 IF YOU ASSUME 
THAT WHl AND WH2 ARE C BOTH INFINITE. I.E.-- OVERALL 
COMPOSITE IS REPRESENTED BY C A TWO POLE MODEL, WHICH 
IMPLIES EACH INDIVIDUAL OP-AMP IN C THE COMPOSITE IS 
TREATED AS HAVING A SINGLE POLE. 
C 
© WP = SQRT((W1*W2)/(0+K)) 
C ORE  OTALEMA }* (SORT (WZ, (Wies (OTK) ))) 
E ANUM = -K 
S DENOM = Q+S/(WP*OP)+(S**2)/(WP**2) 
E 
G THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR FOR C20A-2 IF YOU ASSUME 
THAT WHQ & WH2 ARE C BOTH INFINITE. 
e 

WP = SORT((W1*W2)/(Q+K)) 

QP = (Q+ALPHA)*SORT(WI/(W2*(Q+K))) 

ANUM = -K 

DENOM = Q+S/(WP*QP)+(S**2)/(WP**2) 
e D 
E THE FOLLOWING LINES SHOULD BE USED FOR THE 
NUMERATOR AND C DENOMINATOR FOR C20A-3 IF YOU ASSUME 
THAT WHQ & WH2 ARE C BOTH INFINITE. 
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WP SORT ((WIEWZ)7 ( (O° REPRE (Ok) 
QP SORT ( ((O+K) (OFAER HE) 
ANUM = -K*(Q+S/W1) 

DENOM = Ot5/( WE OP mas “2) 7 (Wea) 


QJO OTO a. an 


THE FOLLOWENG LINES “SHOULD BEM USE FOR TRE 


NUMERATOR AND C DENOMINATOR FOR C20A-4 IF YOU ASSUME 
THAT WHQ & WH2 ARE C BOTH INFINITE. 

E 

E WP = SORT((W1*W2)/((Q+K)*(Q+ALPHA) ) ) 

C OP = SQRT(((Q+K)*W1]1)/((QtALPHA)*W2)) 

E ANUM = -K*(Q+(Q+ALPHA)*S/W1) 

E DENOM = Q+S/(WP*QP)+(S**2)/(WP**2) 

C 


HH = ANUM/DENOM 
HMAG(M)=20.*ALOG10(CABS(HH)) 
HR = REAL(HH) 
HI = AIMAG(HH) 
HPHASE(M)= ATAN2(HI,HR) 
OMEGA(M)= OMEGA(M)/2.*PI 
WRITE(6,200) OMEGA(M), HMAG(M), HPHASE(M) 
99 CONTINUE 
200 FORMAT(5X,E14.5,5X,F14.5,5X,F14.5) 


CALL LRGBUF 
CALL TEK618 
Cc SETUP THE PLOTTING AREA 
CALL PAGE (11.0,8.5) 
CALL NOBRDR + 
CALL AREA2D(9.0,6.5) 
E o LABEL THE X & Y AXES 
CALL XNAME('FREQUENCY (HERTZ)$',100) 
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CALL YNAME('AMPLITUDE IN DB$',100) 
CALL HEADIN (' AMPLITUDE IN DB VS FREQ FOR 
9]20A-25 09000. Te4. 3) 


CALL HEADIN ('GENERAL EXPRESSION FOR 
cio 1250255 100, 1.4713) 
E CALL HEADIN('DERIVED EXPRESSION FOR 5170/2525 
TOO 1. 4,3) 

CALL HEADIN ('ALPHA = 1,28 ç a duo 
Se 1007 3) 
Ce... DEFINE THE AXES 

CALL GRAF(0.0,'SCALE',1.5E7, -4. ,'SCALE', 2.0) 
Gc DRAW THE CURVES 


Clie KER Ono) 
CALL CURVE(OMEGA, HMAG, 199,0) 


S CALL RLMESS('PROBLEM 1A (NEG) OF PROBLEM SET 
2$',100,2.0,25.0) 
ale TERMINATE THIS PLOT 


CALL ENDPL(O) 
CALL DONEPL 
STOP 

END 
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